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ATTACHMENT TO DIAGRAM C 


The Bate area consists of rocss k, B, C, D, K, F, fr 0 sad entry area 0 

The proposed vault area is roam D and the chances in the roosi are as follows* 

a. Removal of entry door between roosu C and D. 

b 0 Removal of vails which fora roost E, 

Co Chanfe access door to generator roosi from present position 
to permit direct access frost roost D and place second door 
in office C 0 

do Transfer vault door from roost F to entrance of storage area. 
(During working hours, the door f roa room B to storage area 
can be closed to hide the presence of a vault-type door.) 

e. Removal of wall between the tvo storage areas to increase the 
space available for supplies, 

to Installation of accoustical tile in room D. 
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